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THE DIRECTOR OF CENTRAL INTELLIGENCE 


WASHINGTON, D. C. 20505 


National intelligence Officers 


DDI #799-82 
29 January 1982 


MEMORANDUM FOR: Warning Working Group 


95X17 © 3 FROM 
National Intelligence Officer for Warning 


SUBJECT -: Strategic Warning Staff 


Effective 1 February 1982,[_ 5X 
i> 


is appointed Acting Director, Strategic Warning Staff. 
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SUBJECT: Strategic Warning Staff 29 January 1982 
Distribution: 

1 - each WNG Members 

1 - SWS 
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1 - MGen John B. Marks, ACS/I, USAF 

1 = NIO/W 

1 - A/NIO/W 

1 - SWS File 

1 - NIO/W Chrono/ 
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